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November 21, 1806, by John M. Snowden. This advertisement
had for its caption, " Hermitage Furnace in Blast," and was signed
by Henry Weaver & Son, and dated at" Greensburg, September 12,
1806." It read as follows:

The subscrihers, being appointed agents by Gen. A. St. Glair, for the sale of
his castings generally, and for the Borough of Greensburg exclusively, give
notice that they will contract with any person or persons for the delivery of
castings and stoves, for any number of tons, on good terms* Samples of the
castings and stoves to be seen at their store, in Greensburg, any time after the
20th instant.

In 1810 Hermitage furnace passed out of the hands of General
St. Clair, and stood idle for some time. In 1816 it was started
again by O'Hara & Scully, under the management of John Henry
Hopkins, afterwards Bishop of Vermont. In October, 1817, Mr.
Hopkins left the furnace, himself a bankrupt, and it has never
since been in operation. The stack is yet standing, and a large
sycamore tree has grown out, of the stone wall, about ten feet above
the ground. General St. Clair died a poor man in 1818, Eged
eighty-four years, and is buried at Greensburg. Mount Hope fur-
nace was built about 1810, in Donegal township, Westmoreland
county, by Trevor & McClurg. Washington furnace, near Laugh-
linstown, in this county, was built about 1800, by Johnston,
McClurg & Co. It was abandoned in 1826, and rebuilt in 1848
by John Bell & Co. It was in blast as late as 1854, and in 1859
was owned by L. C. Hall. Jonathan Maybury & Co. owned
Fountain furnace, in Westmoreland county, before 1812, but where
this furnace was located we have been unable to learn. The firm
was dissolved August 19, 1812. Kingston forge, erected in 1811
on Loyalhanna creek, Westmoreland county, ten miles easfc of
Greensburg, by A. Johnston & Co., went into operation early in
1812. Koss furnace, on Tub Mill creek, in Fairfield township,
Westmoreland county, was built in 1815, by James Paull, Jr., CoL
J. D. Mathiot, and Isaac Meason, Jr., and abandoned about 1850.
It made pig iron, stoves, sugar-kettles, pots, ovens, skillets, etc.
Another furnace in Fairfield township was built a short distance
below Koss furnace, on Tub Mill greek, by John Beninger, about
1810. He also built a small forge on the same stream, where
the borough of Bolivar now stands. Both the furnace and forge
ceased to make iron soon after they were built, the forge running
until about 1816. When short of pig iron it sometimes made bar